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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 178190 

11 

ORIGIN COME-OO 

INFO OCT-01 EA-10 ISO-OO EB-07 /018 R 

66619 

DRAFTED BY :COM/VIC-287/DCLINVILLE/GJW 
APPROVED BY:EB/OCA/CM/EMCKEON 
COM/BIC/287/DOGORDON 
COM/BIC/OED/OBOD/RECOHEN 
EA/J/DGBROWN 

106349 

R 290230Z JUL 75 
FM SECSTATE WASHDC 
TO AMCONSUL OSAKA KOBE 

UNCLAS STATE 178190 

E.O. 11652: N/A 
TAGS: BEXP, JA 

SUBJECT: LICENSING SEWAGE TREATMENT PLANT 

REF: OSAKA KOBE'S L305, 7/19/75 

1. COMMRCE’S OVERSEAS PRODUCTS AND INVESTMENT 
OPPORTUNITIES STAFF(OPIO) DELIGHTED LEARN HITACHI-PEABODY 
GALION NEGOTIATIONS PROCEEDING SMOOTHLY. WE BELIEVE 
LICENSING AGREEMENT WOULD HIGHLY BENEFIT BOTH COMPANIES. 
PEABODY GALION VERY INTERESTED IN ENTERING JAPANESE 
MARKET. 

2. OPIO STRONGLY SUGGESTS HITACHI FOLLOW THROUGH 
COMPLETELY WITH PEABODY GALION BEFORE TURNING OTHER 
POSSIBILITIES. AS REPORTED EARLIER CABLES, OPIO FOUND 
LEADING U.S. SEWAGE EQUIPMENT MANUFACTURERS ALREADY 
REPRESENTED JAPAN. PEABODY GALION EXCELLENT FIRM WITH 
DIVERSIFIED ACTIVITIES IN ENVIRONMENTAL, POLLUTION CONTROL 
SYSTEMS. INGERSOLL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE178190 

Document Source: CORE 

Document Unique ID: 00 

Drafter: 287/DCLINVILLE/GJW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750260-0952 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975071 1/aaaaakic.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 OSAKA KOBE 1305 
Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 MAR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 MAR 2003 by ThomasVJ>; APPROVED <02 FEB 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: LICENSING SEWAGE TREATMENT PLANT 
TAGS: BEXP, JA 
To: OSAKA KOBE 
Type: TE 
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